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By The Exfoliation from the Cubit us ^ three Inches 
long, adhering to an Exfoliation from the Radius 
of the fame Length, not fecnj both which, being 
almoft of the Subftance of the whole Bone, are 
knit together by a Callus: So tlaat their Re-union 
is prior to the Caufe which has occafioned tlic 
Exfoliation. 

FFFy A callous Expanfion, incloiing the Bones which 
are detached within, not hardened in the Middle 
Gh and partly cartilaginous there: So that, in 
this Place, the Bones made up by the callous Ex- 
panfion could play upon each other. 



VI. An ExtraB of a Letter from Mr. John 
Henry Winkler, Grcec. &^ Lat. Lift. Prof 
pubL Ordin. at Leipfick, to^ a Frie?td i7i 
London ; concerning the EffeSis ^^/^ Electri- 
city upn Himfelf and his Wife. 

April 22. 

Leipftcky * 1 746. 

May 5, 

Riadmy 29.QIINCE Mr. Mufchenbroek has made 
'^'^^ * ^3 an Experiment* that has caulcd Afto- 

nifliment, I would likevvife tell you fomcthing of 
what I have been doing. 

When I heard of Mr. Mufche7ibroek!s Experiment, 
I tried the fame 5 but I found great Convulfions by 
it in my Body. It put my Blood into great Agita- 
tion } fo that I was afraid of an ardent fever ^ and 

was 



* That with the Gun-barrel fufpended as the iron Bar. Sec 
Tranfa^ions^ «, 476, ^♦419. 
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was obliged to ufe refrigerating Medicines, I felt a^ 
Heavinefsin my Head, as if I had a Stone lying upon 
it. It gave me twice a Bleeding at my Nofe, to 
which I am not inclined. My Wife, who had only 
received the eleftrical Fladi twice, found herfelf fo 
weak after it, that fhe could hardly walk. A Week 
after, fhe received only once the eledrical Flafh 5 a 
few Minutes after it fhe bled at the Nofe. 

I read in the News-papers from Berlin^ that they 
had tried thefe eledrical Flafhes upon a Bird, and 
had made it fuflfer great Pain thereby. I did not re- 
peat this Experiment 5 for I think it wrong to give 
fuch Pain to living Creatures. I therefore take, in- 
(lead of Men or Brutes, a Piece of Metal, and I put 
it upon a Stand under the eledrical Pipe, which Pipe 
propagates the Eleftricity. To this Metal is faften'd 
an iron Chain, which goes about the Bottle with 
Water^ in whicl^ the brafs Wire is put, which Wire 
is faftened to the eledrical Pipe. 

When then the Eleftriiication is made, the Sparks- 
that jfiy from the Pipe upon the Metal are fo large 
and fo ftrong, that they can be feen (even in the 
Day time) and heard at the Diftance of fifty Yards. 
They reprefent a Beam like Lightning, of a clear and 
compad Line of Fire ; and they give a Sound that 
frightens the People that hear it. 

John Henry Winkler, 

Profejfor Or dinar ins of the Greek and 
Lctin Tongues at Leipftc, 



vn. 



